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The receptacle 0 having been placed in the manner just indicated, the
butterfly valve which closes its lower end N is gradually opened, filling in

FIG. 143,

a few seconds, with the hot granular carbon, all the free spaces in the retort
between the pieces charged into it.

As to the form and dimensions of the various valves, the proper working
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